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JOHN BARNES, Vice Prest. 



i>Upt. U. A S* Mint, 

Philadelphia, Pa. 

Dear i>ir,-- We received to-day returns on bars of gold and 
silver bullion, and are completely ^at a loss to Know why you made no 
returns for the gold, as they contained between *060 and *075 of gold* 

In fact your returns have shown *080 of gold for this same material in 
former lots* Wfe, thanx you very much, for returning the out toms, and 
oni./ wish that you had sent oacx the whole lot. Will you not be at 
some pains to investigate this matter, re-assaying if possible, as we 
are under considerable loss as the matter now stands. 

Yours very truly, 

K ocxford Watch Case Co* 
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NARA RG104, Entry 1, Box 180 


[Abstract:] Complains of not receiving returns for gold in deposit. 

Rockford Watch Case Co. 

Rockford, Ill. 

February 24, 1893 

Supt. U.S. Mint, 

Philadelphia, Pa. 

Dear Sir, - 

We received to-day returns on bars of gold and silver bullion, and are completely at a loss 
to know why you made no returns for the gold, as they contained between .060 and .075 of gold. 
In fact your returns have shown .080 of gold for this same material in former lots. We thank you 
very much for returning the buttons, and only wish that you had sent back the whole lot. Will 
you not be at some pains in investigate this matter, re-assaying if possible, as we are under 
considerable loss as the matter now stands. 

Yours very truly, 

Rockford Watch Case Co. 

[Handwritten note on back:] 

Have re-arranged = 

Contains a small amount of gold - 

Not enough to cover the expense of parting. 



